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DEPARTMENT  OF  EDUCATION 

Office  of  Special  Education  and 
Rehabilitative  Services 

Nationai  Institute  on  Disability  and 
Rehabilitation  Research;  Consolidated 
Appiication  Package;  Rscai  Year  1989 

agency:  Department  of  Education. 
action:  Notice  inviting  applications  for 
new  awards  under  certain  programs. 

SUMMARY:  The  Secretary  invites 
applications  for  new  awards  under  the 
Rehabilitation  Research  and  Training 
Center  (RRTC)  program,  the  Career 
Development  and  Research  Training 
program,  the  rield-Initiated  Research 
Projects  program,  the  Innovation  Grants 
program,  and  the  Research  Fellowship 
program  of  the  National  Institute  on 
Disability  and  Rehabilitation  Research 
(NIDRR). 

This  notice  consists  of  four  sections. 
Section  I  provides  background 
information.  Section  II  contains  four  lists 
of  program  application  notices  and 
application  information  that  pertains  to 
the  programs  in  each  list.  Section  ni 
provides  further  guidance  on  the 
application  process.  Section  IV  contains 
the  basic  application  forms  and 
instructions  for  completing  the  forms.  No 
separate  application  package  is 
necessary  to  apply  for  awards  under  the 
programs  announced  in  this  notice. 
DATES:  The  closing  dates  for 
transmitting  applications  under  this 
notice  are  listed  in  Section  n  of  this 
notice. 

ADDRESS:  Applications  are  to  be  mailed 
to  the  following  address:  U.S. 


Department  of  Education,  400  Maryland 
Avenue,  SW.,  Application  Control 
Center,  Washington,  DC  20202-4725.  See 
Section  III  for  detailed  information 
related  to  hand-delivered  applications. 

FOR  FURTHER  INFORMATION  CONTACT: 

The  National  Institute  on  Disability  and 
Rehabilitation  Research,  400  Maryland 
Avenue,  SW.,  Washington  DC  20202. 
Telephone:  (202)  732-1207;  deaf  and 
hearing  impaired-persons  may  call  (202) 
732-1198  for  TDD  service. 

SUPPLEMENTARY  INFORMATION:  The 

publication  of  these  closing  dates  or 
these  estimated  founding  levels  does  not 
bind  the  Department  of  Education  to 
make  awards  in  any  of  these  categories, 
or  to  any  specific  number  of  awards  or 
funding  levels,  imless  otherwise 
specified  in  statute. 

Paperworic  Reduction  Act  of  1980 

This  combined  application  package 
contains  no  new  information  collection 
requirements.  The  information  collection 
requirements  contained  herein  have 
been  approved  by  the  Office  of 
Management  and  Budget  (0MB)  under 
Control  Number  1820-0027. 

Section  I — General 

Application  closing  dates  are  listed  in 
Section  II  of  this  notice.  Closing  dates 
and  procedures  may  vary  from  program 
to  program.  The  chart  in  Section  II 
informs  potential  applicants  of:  Program 
titles;  Catalog  of  Federal  Domestic 
Assistance  (CFDA)  number;  deadline  for 
transmittal  of  applications  (closing 
date);  estimated  available  funds; 
estimated  number  of  awards;  estimated 


range  of  awards;  estimated  size  of 
awards;  and  expected  project  period. 

This  notice  also  contains  a  detailed 
description  of  the  RRTC  on 
Rehabilitation  in  the  Pacific  Basin,  in 
accordance  with  the  provisions  of  the 
Rehabilitation  Act  Amendments  of  1986. 
Prospective  applicants  for  that  award 
under  the  RRTC  program  should  prepare 
their  applications  based  on  that 
description.  Interested  parties  should  be 
aware  that  the  Secretary  intends  to 
publish  proposed  and  final  priorities  for 
other  RRTC  awards  in  a  separate  issue 
of  the  Federal  Register. 

Applicants  may  apply  for  awards 
under  more  than  one  program,  and  may 
apply  for  more  than  one  award  within  a 
given  program.  However,  applicants 
must  submit  a  complete  and  separate 
application  for  each  individual  award 
for  which  they  are  applying.  To  ensure 
expeditious  processing  of  their 
respective  applications,  applicants  are 
particularly  requested  to  make  certain 
that  the  correct  CFDA  number  for  the 
program  appears  on  each  application. 
Following  the  chart  is  the  specific 
program  information  on:  the  purpose  of 
each  program,  applicable  regulations, 
information  contact  persons,  and  any 
other  program  information  and  specific 
application  requirements  not  covered  in 
the  application  form  in  Section  IV. 

Section  II — Program  Application  Notices 

This  section  contains  (1)  a  listing  of 
application  notices  for  new  awards  for 
fiscal  year  1989,  and  (2)  specific 
application  information  and 
requirements  for  individual  programs. 


National  Institute  on  Disability  and  Rehabiutation  Research  Information  for  Transmittal  of  Applications  Under 

Certain  Programs  for  Fiscal  Year  1989 


CFDA 

No. 


e4.133B 


84.1 33C 
84.133F 


e4.133G 

e4.133P 


Program  tido 

Deadlirre 

for 

transmittal 

of 

applica¬ 

tions 

Estimated 

available 

funds 

Estimated 
number 
of  awards 

Estimated  range  of  awards 

Estimated  average  award 

11-02-88 

$700,00 

750.000 

300,000 

1 

$750,000 . 

$750,000 . 

6-01-89 

20 

$50,000 . 

$50,000 . 

12-02-88 

10 

$25,000  plus  $30,000  plus 

$27,500  plus  $1,500  ex- 

11-30-88 

2,000,000 

375,000 

20 

penses. 

$100.000 . 

Career  Development  Research 
Training. 

11-02-88 

3 

$100,000  to  $125,000 . 

$125,000 . 

Project  period 
(m  months) 


Up  to  60. 

Up  to  12. 
Up  to  12. 

Up  to  36. 
Up  to  36. 


Title  of  Program:  Rehabilitation 
Research  and  Training  Centers 
CFDA  No.:  84.133B 

Purpose:  Rehabilitation  Research  and 
Training  Centers  (RRTCs)  conduct 
coordinated  and  advanced  programs 
of  rehabilitation  research,  provide 


training — including  undergraduate, 
graduate,  and  in-service  training — to 
research  and  other  rehabilitation 
personnel,  and  assist  individuals  to 
more  effectively  provide  rehabilitation 
services. 


Applicable  Regulations:  (a)  The 
regulations  governing  the  RRTC 
program  at  34  CFR  Parts  350  and  352, 
and  (b)  the  Education  Department 
General  Administrative  Regulations  at 
34  CFR  Parts  74,  75,  77,  78  and  80. 
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Contact  Person:  L  Deno  Reed,  National 
Institute  on  Disability  and 
Rehabilitation  Research,  400 
Maryland  Avenue,  SW.,  Washington. 
DC.  20202.  Telephone  (202)  732-1193; 
deaf  and  hearing-impaired  persons 
may  call  (202)  732-1198  for  TDD 
services. 

Program  Authority:  20  U.S.C.  762(b)(1) 

Supplementary  Information  and 
Requirements 

Eligible  Applicans:  Under  this  program, 
awards  are  made  to  institutions  of 
higher  education,  or  to  public  or 
private  agencies  or  organizations, 
including  Indian  tribes  and  tribal 
organizations,  in  affiliation  with 
institutions  of  higher  education. 
Applicant  institutions  need  not  be 
located  currently  in  the  Pacific  Basin. 
However,  clinical  research,  training, 
and  other  Center  activities  must  be 
carried  out  in  the  Pacific  Basin. 

Special  Requirements:  The  RRTC  to  be 
funded  under  this  notice  is  for 
Research  on  Rehabilitation  Problems 
in  the  Pacific  Basin.  In  the 
Rehabilitation  Act  Amendments  of 
1984  (Pub.  L.90-221),  the  Confess 
mandated  that  NIDRR  establish  a 
Research  and  Training  Center  in  the 
Pacific  Basin. 

In  the  Rehabilitation  Act  Amendments 
of  1986  (Pub.  L  99-606),  the  Congress 
further  specified  a  scope  of  work  for  the 
Pacific  Basin  Center.  The  RRTC,  in 
addition  to  meeting  the  statutory  and 
regulatory  requirements  for  all  RRTCs 
must  addiress  effectively  the  following 
activities  specified  in  the  Rehabilitation 
Act  Amendments  of  1986: 

•  Develop  a  soimd  demographic 
database  on  the  distribution  of 
disabilities  and  related  factors  among 
various  groups  and  lociilities  in  the 
region; 

•  Analyze,  develop,  and  promote  the 
utlization  of  appropriate  technology  to 
aid  disabled  persons; 

•  Develop  a  culturally  relevant 
program  to  train  persoimel  in  the 
provision  of  rehabilitation  services; 

•  Facilitate  interagency 
communication  and  cooperation  among 
rehabilitation-related  agencies  in  the 
Pacific  Basin  and  between  the  RRTC 
and  other  rehabilitation  information 
resources,  using  advanced  information 
technology;  and 

•  Develop  appropriate  rehabilitation 
interventions  and  cost-effective  service 
delivery  models  to  improve 
rehabilitation  in  the  Pacific  Basin. 
Selection  Criteria:  The  Secretary  uses 
the  following  criteria  in  34  CFR  352.31  to 
evaluate  an  application  under  this 
program. 


(a)  Relevance  and  importance  of  the 
research  program.  (20  points) 

The  Secretary  reviews  each 
application  to  determine  to  what 
degree — 

(1)  The  proposed  activities  are 
responsive  to  a  priority  established  by 
the  Secretary  and  address  a  significant 
need  of  a  disabled  target  population  and 
rehabilitation  service  providers; 

(2)  The  overall  research  program  of 
the  Center  includes  appropriate 
interdisciplinary  and  collaborative 
research  activities,  is  likely  to  lead  to 
new  and  useful  knowledge  in  the 
priority  area,  and  is  likely  to  become  a 
nationally  recognized  source  of 
scientific  knowledge;  and 

(3)  The  applicant  demonstrates  that 
all  component  activities  of  the  Center 
are  related  to  the  overall  objective  of  the 
Center,  and  will  build  upon  and 
complement  each  other  to  enhance  the 
likelihood  of  solving  significant 
rehabilitation  problems. 

(b)  Quality  of  the  Research  design.  (35 
points)  The  Secretary  reviews  each 
application  to  determine  to  what 
degree — 

(1)  The  applicant  proposes  a 
comprehensive  research  program  for  the 
entire  project  period,  includii^  at  least 
three  interrelated  research  projects; 

(2)  The  research  design  and 
methodology  of  each  proposed  activity 
are  meritorious  in  that — 

(i)  The  literature  review  is  appropriate 
and  indicates  familiarity  with  current 
research  in  the  field; 

(ii)  The  research  hypotheses  are 
important  and  scien^cally  relevant; 

(iii)  The  sample  populations  are 
appropriate  and  significant; 

(iv)  The  data  collection  and 
measurement  techniques  are 
appropriate  and  likely  to  be  efiective; 

(v)  The  data  analysis  methods  are 
appropriate;  and 

(vi)  The  applicant  assures  that  human 
subjects,  animals,  and  the  environment 
are  adequately  protected;  and 

(3)  The  application  discusses  the 
anticipated  research  results  and 
demonstrates  how  those  results  would 
satisfy  the  original  hypotheses  and 
could  be  used  for  planning  future 
research,  including  generation  of  new 
hypotheses  where  applicable. 

(c)  Quality  of  the  training  and 
dissemination  program.  (25  points):  The 
Secretary  reviews  each  application  to 
determine  the  degree  to  which — 

(1)  The  proposed  plan  for  training  and 
dissemination  provides  evidence  that 
research  results  will  be  effectively 
disseminated  and  utilized  based  on  the 
identification  of  appropriate  and 
accessible  target  groups;  the  proposed 
training  materials  and  methods  are 


appropriate;  the  proposed  activities  are 
relevant  to  the  regional  and  national 
needs  of  the  rehabilitation  field;  and  the 
training  materials  and  dissemination 
packages  will  be  developed  in  alternate 
media  that  are  usable  by  people  with 
various  types  of  disabilities. 

(2)  The  proposed  nian  for  training  and 
dissemination  provides  for — 

(i)  Advanced  training  in  rehabUitation 
research; 

(ii)  Training  rehabilitation  service 
personnel  and  other  appropriate 
individuals  to  improve  practitioner  skills 
based  on  new  knowledge  derived  from 
research; 

(iii)  Training  packages  that  make 
research  results  available  to  service 
providers,  researchers,  educators, 
disabled  individuals,  parents,  and 
others; 

(iv)  Technical  assistance  or 
consultation  that  is  responsive  to  the 
concerns  of  service  providers  and 
consumers;  and 

(v)  Dissemination  of  research  findings 
through  publication  in  professional 
journals,  textbooks,  and  consumer  and 
other  publications,  and  through  other 
appropriate  media  such  as  audiovisual 
materials  and  telecommunications. 

(d)  Quality  of  the  organization  and 
management  (20 points):  The  Secretary 
reviews  each  application  to  determine 
the  degree  to  which — 

(1)  The  staffing  plan  for  the  Center 
provides  evidence  that  the  project 
director,  research  director,  training 
director,  principal  investigators,  and 
other  personnel  have  appropriate 
training  and  experience  in  disciplines 
required  to  conduct  the  proposed 
activities;  the  commitment  of  staff  time 
is  adequate  to  conduct  all  proposed 
activities;  and  the  Center,  as  part  of  its 
nondiscriminatory  employment 
practices,  will  ensure  that  its  personnel 
are  selected  for  employment  without 
regard  to  race,  color,  national  origin, 
gender,  age,  or  handicapping  condition. 

(2)  The  budgets  for  the  Center  and  for 
each  component  project  are  reasonable, 
adequate,  and  cost-effective  for  the 
proposed  activities; 

(3)  The  facilities,  equipment,  and  other 
resources  are  adequate  and  are 
appropriately  accessible  to  persons  with 
disabilities; 

(4)  The  plan  of  operators  is  adequate 
to  accomplish  the  Center’s  objectives 
and  to  ensure  proper  and  efficient 
manangement  of  the  Center; 

(5)  The  proposed  relationships  with 
Federal,  State,  and  local  rehabilitation 
service  providers  and  consumer 
organizations  are  likely  to  ensure  that 
the  Center  program  is  relevant  and 
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applicable  to  the  needs  of  consumers 
and  service  providers; 

(6)  The  past  performance  and 
accomplishments  of  the  applicant 
indicate  an  ability  to  complete 
successfully  the  proposed  scope  of 
work; 

(7)  The  application  demonstrates 
appropriate  commitment  and  support  by 
the  host  institution  and  opportunities  for 
interdisciplinary  activities  and 
collaboration  with  other  institutions  and 
organizations;  and 

(8)  The  plan  for  evaluation  of  the 
Center  provides  for  an  annual 
assessment  of  the  outcomes  of  the 
research,  the  impact  of  the  training  and 
dissemination  activities  on  the  target 
populations,  and  the  extent  to  which  the 
overall  objectives  have  been 
accomplished. 

Title  of  Program;  Innovation  Grants 
Program 

CFDA  No.:  84.133C 
Purpose;  This  program  is  designed  to 
provide  financial  support  to  projects 
that:  (a)  Test  new  concepts  and 
innovative  ideas;  (b)  demonstrate 
research  results  of  high  potential 
benefits;  (c)  purchase  and  evaluate 
prototype  aids  and  devices;  (d) 
develop  iinique  rehabilitation  training 
curricula;  (e)  conduct  feasibility, 
planning,  and  evaluation  studies  and 
conferences,  and  other  activities  to 
disseminate  specific  research  findings. 
Applicable  Regulations:  (a)  Program 
regulations  at  34  CFR  Parts  350  and 
358,  and  (b)  the  Education  Department 
General  Administrative  Regulations, 

34  CFR  Parts  74,  75,  77,  78,  and  80. 
Contact  Person:  National  Institute  on 
Disability  and  Rehabilitation 
Research,  400  Maryland  Avenue,  SW., 
Washington,  DC  20002.  Telephone: 
(202)  732-1207;  deaf  and  hearing- 
impaired  individuals  may  call  (202) 
732-1198  for  TDD  services. 

Program  Authority:  29  U.S.C.  762(bKl3) 

Supplementary  Information  and 
Requirements 

Eligible  Applicants:  Public  and  private 
nonprofit  and  for-profit  agencies  and 
organizations,  institutions  of  higher 
education,  and  Indian  tribes  and  tribal 
organizations  are  eligible  to  apply  for 
awards  under  this  program. 

Selection  Criteria:  The  Secretary 
evaluates  applications  under  this 
program  according  to  the  following 
selection  criteria  in  34  CFR  358.31. 

(a)  Importance  of  the  project  (50 
points):  The  Secretary  reviews  each 
application  to  determine  to  what  degree 
the  proposed  activity  will  address  a 
sigriificant  need  of  the  target  population 
and  will  meet  the  purpose  of  this  part. 


(b)  Project  design  or  methodology  (25 
points).  The  Secretary  reviews  each 
application  to  determine  to  what  degree 
the  underlying  hypothesis  or  conceptual 
model  is  sound;  the  project  design  is 
likely  to  achieve  the  desired  objectives; 
and  the  evaluation  plan  is  appropriate. 

(c)  Plan  of  operation  (25  points).  The 
Secretary  reviews  each  application  to 
determine  the  extent  to  which  the 
qualifications  and  background  of  the 
key  personnel,  the  management  and 
financial  plan,  and  the  capability  and 
resources  of  the  applicant  organization 
demonstrate  that  the  applicant  will  be 
able  to  carry  out  the  proposed  project. 
Title  of  Program:  Research  Fellowships 
CFDA  No.:  84.133F 

Purpose:  The  purpose  of  this  program  is 
to  build  research  capacity  by 
providing  support  to  highly  qualified 
individuals  to  perform  research  on  the 
rehabilitation  of  disabled  persons. 
Applicable  Regulations:  The  regulations 
in  34  CFR  Parts  350  and  356  are 
applicable  to  this  program. 

Contact  Person:  Joseph  Fenton,  National 
Institute  on  Disability  and 
Rehabilitation  Research,  400 
Maryland  Avenue  SW.,  Washington, 
DC  20202.  Telephone;  (202)  732-1143; 
deaf  and  hearing-impaired  individuals 
may  call  (202)  732-1198  for  TDD 
services. 

Program  Authority:  29  U.S.C.  761a(d) 

Supplementary  Information  and 
Requirements 

Eligible  Applicants:  Only  individuals 
are  eligible  to  apply  for  research 
fellowships  under  this  program. 
Selection  Criteria:  The  Secretary 
evaluates  applications  for  fellowships 
according  to  the  following  criteria  in 
34  CFR  356.30. 

(a)  Quality  and  level  of  formal 
education,  previous  work  experience, 
and  recommendations  of  present  or 
former  supervisors  or  colleagues  that 
include  an  indication  of  the  applicant's 
ability  to  work  creatively  in  scientific 
research;  and 

(b)  The  quality  of  a  research  proposal 
of  no  more  than  12  pages  containing  the 
following  information: 

(1)  The  importance  of  the  problem  to 
be  investigated  to  the  purpose  of  the  Act 
and  the  mission  of  NIDRR. 

(2)  The  research  hypotheses  or  related 
objectives  and  the  methodology  and 
design  to  be  followed. 

(3)  Assurance  of  the  availability  of 
any  necessary  data  resources, 
equipment,  or  institutional  support, 
including  technical  consultation  and 
support  where  appropriate,  required  to 
carry  out  the  proposed  activity. 

Title  of  Program:  Field-Initiated 
Research  Projects 


C/ZMAfo.;84.133G 

Purpose:  This  program  is  designed — (a) 
To  encourage  eligible  parties  to 
originate  valuable  ideas  for  research 
and  demonstration,  development,  or 
knowledge  dissemination  projects  to 
improve  the  lives  of  individuals  with 
disabilities,  and  (b)  to  support 
research  and  demonstration, 
development,  or  knowledge 
dissemination  projects  as  described  in 
program  regulations  that  address 
important  activities  not  supported  by 
Institute-funded  research  or  that 
complement  that  research  in  a 
promising  way. 

Applicable  Regulations:  (a)  The 
regulations  governing  this  program  in 
34  CFR  Parts  350  and  357;  (b)  the 
Education  Department  General 
Administrative  Regulations,  34  CFR 
Parts  74,  75,  77,  78,  and  80. 

Contact:  National  Institute  on  Disability 
and  Rehabilitation  Research,  400 
Maryland  Avenue  SW.,  Washington, 
DC  20002.  Telephone:  (202)  732-1207; 
deaf  and  hearing  impaired  individuals 
may  call  (202)  732-1198  for  TDD 
services. 

Program  Authority:  29  U.S.C.  762. 

Supplementary  Information  and 
Requirements 

Eligible  Applicants:  Parties  eligible  to 
apply  for  grants  under  this  program 
are  public  and  private  for-profit  or 
nonprofit  agencies  and  organizations, 
including  institutions  of  higher 
education  and  Indian  tribes  or  tribal 
organizations. 

Selection  Criteria:  The  Secretary  uses 
the  following  criteria  in  34  CFR  357.32 
to  evaluate  an  application  under  this 
program. 

(a)  Importance  of  the  problem.  (20 
points)  The  Secretary  reviews  each 
application  to  determine  the  extent  to 
which — 

(1)  The  proposed  project  addresses  a 
problem  that  is  significant  to  persons 
with  disabilities  or  to  those  who  provide 
services  to  them;  and 

(2)  The  proposed  project  is  likely  to 
produce  new  and  useful  knowledge, 
techniques,  or  devices  that  will  develop 
or  disseminate  solutions  to  problems 
confronting  persons  with  disabilities. 

(b)  Design  of  the  project.  (45  points) 

(1)  The  Secretary  reviews  each 

application  for  a  research  and 
demonstration  project  to  determine  the 
extent  to  which — 

(i)  The  review  of  the  literature  is 
appropriate  and  indicates  familiarity 
with  fte  relevant  current  research; 

(ii)  The  research  hypotheses  are 
theoretically  sound  and  based  on 
current  knowledge; 
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(iii)  The  sample  populations  are 
adequate  and  appropriately  selected; 

(iv)  The  data  collection  instruments 
and  methods  are  appropriate  and  likely 
to  be  successful; 

(v)  The  data  analysis  measures  are 
appropriate;  and 

(vi)  The  application  discusses  the 
anticipated  research  results  and 
demonstrates  how  those  results  would 
satisfy  the  original  hypotheses. 

(2)  The  Secretary  reviews  each 
application  for  a  knowledge 
dissemination  project  to  determine  the 
extent  to  which — 

(i)  The  need  for  the  information  has 
been  demonstrated; 

(ii)  The  target  populations  are 
appropriately  specified; 

(iii)  The  dissemination  methods  are 
appropriate  to  the  target  populations; 

(iv)  The  materials  for  dissemination 
are  prepared  in  media  accessible  to  the 
target  population; 

(v)  There  are  adequate  means  of 
documenting  and  evaluating  the 
effectiveness  of  the  dissemination 
activity. 

(3)  The  Secretary  reviews  each 
application  for  a  development  project  to 
determine  the  extent  to  which— 

(i)  The  proposed  project  will  use  the 
most  effective  and  appropriate 
technology  available  in  developing  the 
new  device  or  technique; 

(ii)  The  proposed  development  is 
based  on  a  sound  conceptual  model  that 
demonstrates  an  awareness  of  the  state- 
of-the-art  in  technology; 

(iii)  Devices  or  teclmiques  will  be 
developed  and  tested  in  an  appropriate 
environment; 

(iv)  The  applicant  considers  the  cost- 
effectiveness  and  usefulness  of  the 
device  or  technique  to  be  developed  for 
persons  with  disabilities;  and 

(v)  The  applicant  discusses  the 
potential  for  commercial  or  private 
manufacture,  marketing,  and 
distribution  of  the  product. 

(c)  Personnel.  (20  points)  The 
Secretary  reviews  each  application  to 
determine  the  extent  to  which — 

(1)  The  key  personnel  have  adequate 
training  and  experience  in  the  required 
discipline  to  conduct  the  proposed 
activities; 

(2)  The  allotment  of  stafi  time  is 
adequate  to  accomplish  the  proposed 
activities;  and 

(3)  The  applicant  ensures  that 
personnel  are  selected  for  employment 
without  regard  to  race,  color,  national 
origin,  gender,  age,  or  handicapping 
conditions. 

(d)  Management  and  Evaluation.  (15 
points)  The  Secretary  reviews  each 
application  to  determine  the  extent  to 
which — 


(1)  The  resources  of  the  applicant  are 
adequate,  appropriate,  and  accessible  to 
individuals  with  disabilities; 

(2)  The  proposed  budget  is  adequate 
and  appropriate  for  the  activities  to  be 
carried  out; 

(3)  There  is  a  plan,  appropriate  to  the 
ty]^  of  field-initiated  project,  to 
evaluate  the  effectiveness  of  the  project 
in  accomplishing  its  goals  and 
objectives; 

(4)  The  applicant  provides  a  plan  of 
operations,  appropriate  to  the  type  of 
field-initiated  project  indicating  that  it 
will  achieve  the  project  objectives  in  a 
timely  and  effective  manner,  and 

(5)  Appropriate  collaboration  with 
other  agencies  is  assured. 

Title  of  Program:  Career  Development 
and  Research  Training  Grants 
Program 

CFDA  No.:  84.133P 

Purpose:  The  purpose  of  this  program  is 
to  expand  capability  in  the  field  of 
rehabilitation  research  by  supporting 
projects  that  provide  advanced 
training  in  rehabilitation  research. 
These  projects  provide  research 
training  and  experience  at  an 
advanced  level  to  individuals  with 
doctorates  or  similar  advanced 
degrees  who  have  clinical  or  other 
relevant  experience,  including 
experience  in  management  or  basic 
science  research,  in  fields  pertinent  to 
rehabilitation  in  order  to  qualify  those 
individuals  to  conduct  independent 
research  on  problems  related  to 
disability  and  rehabilitation. 
Applicable  Regulations:  (a)  Regulations 
governing  this  program  in  34  CFR 
Parts  350  and  360,  and  (b)  the 
Education  Department  General 
Administrative  Regulations  in  34  CFR 
Parts  74,  75,  77,  and  78. 

Contact  Person:  Inez  Storck,  National 
Institute  on  Disability  and 
Rehabilitation  Research,  400 
Maryland  Avenue  SW.,  Washington, 
DC  20202-2646.  Telephone:  (202)  732- 
1202;  deaf  and  hearing-impaired 
individuals  may  call  (202)  732-1198  for 
TDD  services. 

Program  Authority:  29  U.S.C.  761(a)(k). 

Supplementary  Information  and 
Requirements 

Eligible  Applicants:  Institutions  of 
l^her  education  are  eligible  to 
receive  assistance  imder  this  program. 
Selection  Criteria:  The  Secretary  uses 
the  following  criteria  in  34  CFR  360.31 
to  evaluate  applications  under  this 
program. 

(a)  Importance  and  potential 
contribution.  (20  points)  The  Secretary 
reviews  each  application  to  determine  to 
what  degree — 


(1)  The  applicant  is  responsive  to  any 
priority  established  under  §360.32; 

(2)  The  applicant  proposes  to  provide 
training  in  a  rehabilitation  discipline  or 
area  of  study  in  which  there  is  a 
shortage  of  qualified  researchers,  or  to 
provide  training  to  a  trainee  population 
in  which  there  is  a  need  for  more 
qualified  researchers,  such  as  clinicians 
in  rural  areas,  or  clinicians  who  are 
directly  experienced  with  imderserved 
populations;  and 

(3)  The  applicant  is  likely  to  make  a 
significant  increase  in  the  number  of 
trained  rehabilitation  researchers. 

(b)  Quality  of  proposed  training 
program.  (40  points)  The  Secretary 
reviews  each  application  to  determine  to 
what  degree — 

(1)  The  applicant’s  proposed 
recruitment  program  is  likely  to  be 
effective  in  recruiting  highly  qualified 
trainees; 

(2)  The  proposed  didactic  and 
classroom  training  programs  emphasize 
scientific  methodology,  are 
multidisciplinary,  comprehensive,  and 
appropriate  to  the  level  of  the  trainees, 
and  are  likely  to  produce  qualified 
independent  researchers; 

(3)  The  quality  and  extent  of  the 
academic  mentorship,  guidance,  and 
supervision  to  be  provided  to  each 
in^vidual  trainee  are  of  a  high  level  and 
are  likely  to  produce  highly  qualified 
researchers; 

(4)  The  type,  extent,  and  quality  of  the 
proposed  clinical  and  laboratory 
research  experience,  including  the 
opportunity  to  participate  in  research  on 
meaningful  topics  at  an  advanced  level, 
are  likely  to  develop  individuals  with 
the  capacity  to  perform  independent 
research;  and 

(5)  The  opportimities  for  collegial  and 
collaborative  activities,  exposure  to 
outstanding  scientists  in  the  field,  and 
opportunities  to  participate  in  the 
preparation  of  scholarly  or  scientific 
publications  and  presentations  are 
extensive  and  appropriate. 

(c)  Personnel  and  resources 
committed  to  the  project.  (30  points)  The 
Secretary  evaluates  each  application  to 
determine  to  what  degree — 

(1)  The  activities  of  the  project  will  be 
implemented  by  sufficient  and  qualified 
staff  who  are  outstanding  scientists  in 
the  field; 

(2)  The  project  director  and  other  key 
staff  are  experienced  in  the  delivery  of 
advanced  research  training  as  well  as 
knowledgeable  about  the  methodology 
and  literature  of  pertinent  subject  areas; 

(3)  All  required  disciplines  are 
effectively  included;  and 

(4)  The  applicant  possesses  the 
appropriate  facilities,  laboratories,  and 
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access  to  clinical  populations  and 
organizations  representing  persons  with 
disabilities  to  support  the  conduct  of 
advanced  clinical  rehabilitation 
research. 

(d)  Management  and  operating  plans. 
(10  points)  The  Secretary  evaluates  each 
application  to  determine  to  what 
degree — 

(1)  There  is  an  effective  plan  of 
operation  that  ensures  proper  and 
efficient  administration  of  the  project; 

(2)  There  is  an  effective  plan  for 
collaboration  with  other  institutions  of 
higher  education  and  organizations 
whose  participation  is  necessary  to 
ensure  effective  classroom  and  clinical 
research  training; 

(3)  The  applicant,  as  part  of  its 
non^scriminatory  employment 
practices,  will  ensure  that  its  persoimel 
are  selected  without  regard  to  race, 
color,  national  origin,  gender,  age,  or 
handicapping  conffition; 

(4)  The  applicant  has  provided  an 
adequate  plan  for  the  use  of  facilities, 
resources,  supplies,  and  equipment; 

(5)  The  budget  for  the  project  is 
reasonable  and  adequate  to  support  the 
proposed  activities;  and 

(6)  The  applicant  provides  an 
appropriate  plan  for  the  evaluation  of  all 
phases  of  the  project 

Section  BQ — Instructions  for  Transmittal 
of  Applications 

Applicants  are  advised  to  reproduce 
and  complete  the  application  forms  in 
Section  IV.  Applicants  are  required  to 
submit  an  original  and  two  copies  of 
each  application  as  provided  in  this 
Section. 

Application  Delivered  by  Mail 

An  application  sent  by  mail  must  be 
addressed  to  the  U.S.  Department  of 
Education.  400  Maryland  Avenue  SW., 
Application  Control  Center,  Attention: 
(Appropriate  CFDA  No.),  Washington, 
DC  20202. 

An  applicant  must  show  proof  of 
mailing  consisting  of  one  of  the 
following: 

(1)  A  legibly  dated  U.S.  Postal  Service 
postmark. 

(2)  A  legible  mail  receipt  with  the  date 
of  mailing  stamped  by  the  U.S.  Postal 
Service. 

(3)  A  dated  shipping  label,  invoice,  or 
receipt  ffom  a  commercial  carrier. 

(4)  Any  other  proof  of  mailing 
acceptable  to  the  Secretary  of 
Education.  If  an  application  is  sent 
through  the  U.S.  Postal  Service,  the 
Secretary  does  not  accept  either  of  the 
following  as  proof  of  mailing:  (1)  A 
private  meter  postmark,  or  (2)  a  mail 
receipt  that  is  not  dated  by  the  U.S. 
Postal  Service. 


An  applicant  should  note  that  the  U.S. 
Postal  Service  does  not  uniformly 
provide  a  dated  postmark.  Before  relying 
on  this  method,  an  applicant  should 
check  with  its  local  post  office. 

An  applicant  is  encouraged  to  use 
registered  or  at  least  first  dass  mail. 

Each  late  applicant  will  be  notified  that 
its  application  will  not  be  considered. 

Applications  Delivered  by  Hand 

An  application  that  is  hand-delivered 
must  be  taken  to  the  U.S.  Department  of 
Education.  Application  Control  Center, 
Room  3633,  Regional  Office  Building  #3, 
7th  and  D  Streets  SW.,  Washington,  DC. 

The  Application  Control  Center  will 
accept  hand-delivered  applications 
between  the  hours  of  8:00  a.m.  and  4:30 
p.m.  (Washington,  DC  time)  daily, 
except  Saturdays,  Sundays  and  Federal 
holidays. 

An  application  that  is  hand-delivered 
will  not  be  accepted  after  4:30  p.m.  on 
the  closing  date. 

Authority:  29  U.S.C.  760-762. 

(Catalog  of  Federal  Domestic  Assistance  Nos. 
84.133B,  84.133C,  84.133F,  84.133G.  and 
84.133P,  National  Institute  on  Disability  and 
Rehabilitation  Research) 

Dated:  August  30, 1988. 

Patricia  McGill  Smith, 

Deputy  Assistant  Secretary,  Off  ice  of  Special 
Education  and  Rehabilitative  ^rvices. 

Frequent  QuestitHis 

NIDRR  staff  are  frequently  asked  to 
clarify  or  expand  on  i^ormation  that  is 
included  in  the  application  materials 
and  the  notices  published  in  the  Federal 
Register.  In  order  to  simplify  this 
process  for  potential  applicants  and 
staff  alike,  the  Institute  discusses  on  the 
following  pages  some  of  the  issues  that 
these  application  materials  fiequently 
engender. 

These  questions  are  representative  of 
those  that  are  frequently  raised,  even 
though  in  many  cases  they  are  answered 
in  the  notices  or  application 
instructions.  However,  it  appears  that 
some  of  these  issues  are  not  explained 
sufficiently  in  the  published  notices,  and 
that  the  requirements  applying  to  the 
number  of  new  and  different  NIDRR 
programs  are  confusing. 

Tliese  questions  and  answers  are 
meant  to  be  informative,  and  are  not 
regulatory  requirements  in  and  of 
themselves. 

1.  Can  I  Get  An  Extension  of  the  Due 
Date? 

No!  On  rare  occasions  the  Department 
of  Education  may  extend  a  closing  date 
for  all  applicants.  If  that  occurs,  a  notice 
of  the  revised  due  date  is  published  in 
the  Federal  Re^ster.  However,  there  are 


no  extensions  or  exceptions  to  the  due 
date  made  for  individual  applicants. 

Further  information  about  mailing  is 
included  in  Section  IV  of  this 
Consolidated  Application  Package. 

2.  What  Should  Be  Included  in  the 
Application? 

The  applicant  should  include  the 
materials  specified  in  Section  IV  of  this 
Consolidated  Application  Package. 
Specifically,  the  application  shoidd 
include  a  project  narrative,  vitae  of  key 
personnel,  and  a  budget,  as  well  as  the 
Assurances  forms  induded  in  this 
package.  Vitae  of  staff  or  consultants 
should  indude  the  individual’s  title  and 
role  in  the  proposed  project,  and  other 
information  that  is  specifically  pertinent 
to  this  proposed  project  The  budgets  for 
both  the  fint  year  and  subsequent 
project  years  should  be  included. 

If  collaboration  with  another 
organization  is  involved  in  the  proposed 
activity,  the  application  should  include 
assurances  of  participation  by  the  other 
parties,  including  written  agreements  or 
assurances  of  cooperation. 

It  is  not  useful  to  include  general 
letters  of  support  or  endorsement  in  the 
application. 

ff  the  applicant  proposes  to  use 
unique  tests  or  other  measurement 
instruments  that  are  not  widely  known 
in  the  field,  it  would  be  helpful  to 
include  the  instrument  in  the 
application. 

Many  applications  contain 
voluminous  appendices  that  are  helpful 
and  in  many  cases  cannot  even  be 
mailed  to  the  reviewers.  It  is  generally 
not  helpful  to  include  such  things  as 
brochures,  general  capability  statements 
of  collaborating  organizations,  maps, 
copies  of  publications,  or  descriptions  of 
other  projects  completed  by  the 
applicant. 

3.  What  Format  Should  Be  Used  for  the 
Application? 

NIDRR  generally  advises  applicants 
that  they  may  organize  the  application 
to  follow  the  selection  criteria  that  will 
be  used.  The  specific  review  criteria 
vary  according  to  the  specific  program, 
and  6U'e  contained  in  tlds  Consolidated 
Application  Package. 

4.  May  /  Submit  Applications  to  More 
Than  One  Program  Competition  in 
NIDRR  or  More  Than  One  Application 
to  a  Program? 

Yes,  you  may  submit  applications  to 
any  program  for  which  they  are 
responsive  to  the  program  requirements. 
You  may  submit  the  same  application  to 
as  many  competitions  as  you  believe 
appropriate.  You  may  also  submit  more 
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than  one  application  in  any  given 
competition. 

5.  What  is  the  Allowable  Indirect  Cost 
Rate? 

The  limits  on  indirect  costs  vary 
according  to  the  program  and  the  type  of 
application. 

Applications  for  Rehabilitation 
Research  and  Training  Centers  should 
limit  indirect  cost  rates  to  fifteen  percent 
of  the  grant  award,  as  noted  in  the 
program  regiilations  and  statute. 

Applications  in  other  programs  that 
are  for  training  activities  should  limit 
indirect  charges  to  the  lesser  of  the 
actual  indirect  costs  or  eight  percent  of 
the  total  direct  costs  of  the  program,  as 
noted  in  the  Education  Department 
General  Administrative  Regulations 
(EDGAR). 

All  other  applicants  should  limit 
indirect  charges  to  the  organization’s 
approved  rate.  If  the  organization  does 
not  have  an  approved  rate,  the 
application  should  include  an  estimated 
actual  rate. 

A  Can  Profitmaking  Businesses  Apply 
for  Grants? 

Yes.  However,  for-profit  organizations 
will  not  be  able  to  collect  a  fee  or  profit 
on  the  grant,  and  in  some  programs  will 
be  required  to  share  in  the  costs  of  the 
project. 

7.  Can  Individuals  Apply  for  Grants? 

No.  Only  organizations  are  eligible  to 
apply  for  grants  under  NIDRR  programs. 

A  Can  Universities  Apply  Under  the 
Fellowship  Program? 

No.  Only  individuals  are  eligible  to 
apply  for  fellowships  under  the 
regulations  governing  that  program. 

ft  Is  there  a  Cost-Sharing  or  Matching 
Requirement? 

Cost-sharing  is  required  in  the 
Research  and  Demonstration  Projects 
program,  with  certain  exceptions  noted 
in  the  law,  the  Knowledge 
Dissemination  and  Utilization  program, 
the  Field-Initiated  Research  program, 
and  the  Career  Development  and 
Research  Training  program. 

There  are  no  cost-sharing 
requirements  for  the  Innovation  Grants 
or  the  Research  Fellowship  programs. 

For  the  Rehabilitation  Research  and 
Training  Centers  and  the  Rehabilitation 
Engineering  Centers,  the  Secretary  has 
the  option  to  require  matching.  It  is 
generally  the  practice  of  the  agency  to 
require  cost-sharing  imder  these 
programs. 

There  is  no  set  rate  for  cost-sharing. 
The  cost-sharing  is  negotiated  at  the 


time  an  award  is  made  and  is  not  part  of 
the  evaluation  of  the  application. 

10.  What  Are  the  Priorities  in  the  Field- 
Initiated  or  Innovation  Grants 
Programs? 

There  are  no  priorities  in  either  the 
Field-Initiated  Research  or  Innovation 
Grants  programs.  Applicants  are  fiee  to 
submit  applications  in  areas  of  interest 
to  the  investigator  as  long  as  they  are 
related  to  the  purposes  of  the  program 
as  described  in  the  regulations. 

11.  Can  NIDRR  Staff  Advise  Me 
Whether  My  Project  Is  of  Interest  to 
NIDRR  or  Likely  To  Be  Funded? 

No.  NIDRR  staff  can  advise  you  of  the 
requirements  of  the  program  in  which 
you  propose  to  submit  your  application. 
However,  staff  cannot  advise  you  of 
whether  your  subject  area  is  likely  to 
receive  approval  in  the  investigator- 
initiated  competitions. 

12.  How  Do  I  Assure  That  My 
Application  Will  Be  Referred  to  the 
Most  Appropriate  Panel  for  Review? 

Applicants  should  be  sure  that  their 
applications  are  referred  to  the  correct 
competitions  by  clearly  including  the 
competition  title  and  CFDA  number, 
including  alphabetical  code,  on  the 
Standard  Form  424. 

Applicants  should  assist  NIDRR  in 
ensuring  that  their  Field-Initiated  and 
Innovation  Grant  applications  are 
referred  to  the  most  appropriate  panels 
by  emphasizing  the  focus  of  the 
proposed  activity  in  the  abstract  of  the 
project  on  the  Standard  Form  424.  It 
wo^d  be  helpful  if  the  applicant  would 
not  use  acronyms  in  the  title  and 
abstract  unless  those  acronyms  are  in 
common  usage  nationally. 

13.  How  Soon  After  Submitting  My 
Application  Can  I  Find  Out  if  it  Will  Be 
landed? 

The  time  fi'om  closing  date  to  grant 
award  date  varies  fi^m  program  to 
program  and  for  other  reasons. 

Generally  speaking,  NIDRR  endeavors 
to  have  awards  made  within  five  to  six 
months  of  the  closing  date.  Unsuccessful 
applicants  generally  will  be  notified 
within  that  time  fiame  as  well.  For  the 
purpose  of  estimating  a  project  start 
date,  the  applicant  should  estimate 
approximately  six  months  fit)m  the 
closing  date,  but  no  later  than  the 
following  September  30. 

14.  Can  I  Call  NIDRR  To  Find  Out  if  My 
Application  Is  Being  Funded? 

No!  When  NIDRR  is  able  to  release 
information  on  the  status  of  grant 
applications,  it  will  notify  applicants  by 
letter.  The  results  of  the  peer  review 


cannot  be  released  except  through  this 
formal  notification. 

15.  If  My  Application  Is  Successful,  Can 
I  Assume  I  Will  Get  the  Requested 
Budget  Amount  in  Subsequent  Years? 

No.  Those  budget  projections  are 
necessary  and  helpful  for  planning 
purposes.  However,  a  complete  budget 
and  budget  justification  must  be 
submitted  for  each  year  of  the  project 
and  there  will  be  negotiations  on  die 
budget  each  year. 

18.  Will  All  Approved  Applications  Be 
Funded? 

No.  It  often  happens  that  the  peer 
review  panels  approve  for  funding  more 
applications  than  NIDRR  can  fund 
within  available  resources.  Applicants 
who  are  approved  but  not  funded  are 
encouraged  to  consider  submitting 
similtir  applications  in  future 
competitions. 

Section  IV  Application  Instructions  and 
Forms 

This  application  is  divided  into  three 
parts.  These  parts  are  organized  in  the 
same  manner  that  the  submitted 
application  should  be  organized.  The 
parts  are  as  follows: 

Part  I:  Federal  Assistance  Face  Sheet 
(Form  SF  424)  and  instructions 
Part  11:  Budget  Information 
Part  ni:  Application  Narrative 

No  grants  may  be  awarded  unless  a 
completed  application  form  has  been 
received.  (20  U.S.C.  1021, 1041;  34  CFR 
Part  778) 

Submit  the  original  and  two  copies  to: 
Mailing  Address:  U.S.  Department  of 
Education,  Application  Control 
Center,  Attention:  (CFDA  #  ),  400 
Maryland  Avenue,  SW.,  Washington, 
DC  20202 

Hand  Delivery:  U.S.  Department  of 
Education,  Application  Control 
Center,  Attention:  (CFDA  #  ),  Room 
3633,  Regional  Office  Building  #3,  7th 
&  D  Streets,  SW.,  Washington,  DC 
20202 

Instructions  for  Application  for  Federal 
Assistance  (Nonconstruction  Programs) 

Introduction 

The  instructions  which  follow  should 
be  followed  by  all  applicants  in 
completing  applications  for  all  NIDRR 
research  and  demonstration  grants. 

SF  424  and  Parts  II,  III,  IVa,  and  V  are  to 
be  used  for  new  applications. 

SF  424  and  Parts  II,  IB,  IVb,  and  V  are  to 
be  used  for  the  usual  noncompeting 
continuation  requests. 
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Submit  the  original  and  two  copies  of 
the  form.  If  an  item  cannot  be  answered 
or  does  not  appear  to  be  related  or 
relevant  to  the  assistance  required, 
write  “NA"  for  not  applicable. 

Submission  of  Applications 

(1)  Continuation  Grants — ^Applicants 
for  continuation  grants  must  submit 
these  forms  not  later  than  90  days  prior 
to  the  budget  period  end  date. 

(2)  New  Projects — Applicants  for 
grants  to  support  new  projects  should 
refer  to  program  announcements  for 
information  regarding  deadline  dates  for 
submission  of  forms. 

Supplemental  Instructions  for 
Completion  of  Part  /  (SF 424) 

Part  I  of  this  application  consists  of 
the  standard  face  pcige  for  Federal 
applications,  the  standard  instructions 
for  the  foce  page,  and  these 
supplement^  instructions. 

Applicant  shall  complete  all  items.  If 
an  item  is  not  applicable,  write  “NA."  If 
additional  space  is  needed,  insert  an 
asterisk  (*)  and  use  the  remaiks  section. 

Item 

I.  Preprinted. 

3a-b.  Not  applicable. 

4a-4h.  If  the  payee  will  be  other  than 
the  applicant,  enter  in  the  remarks 
section  “payee."  the  payee’s  name, 
department  or  division,  complete 
address  and  employer  identihcation 
number  or  ED  entity  number. 

If  an  individual’s  name  and/or  title  is 
desired  on  the  payment  instrument,  the 
name  and/or  title  of  the  designated 
individual  must  be  specified. 

6a.  Preprinted. 

6b.  Enter  specific  program  identifier, 
for  example.  Research  and  Training 
Center,  Rehabilitation  Engineering 
Center,  Research  and  Demonstration,  or 
Utilization  and  Dissemination. 

II.  Preprinted. 

19.  Preprinted. 

Supplemental  Instructions  for 
Completion  of  Part  II 

Item  1 — On  the  same  page  show  the 
Catalog  of  Federal  Domestic  Assistance 
number,  the  program  number,  the  type  of 
assistance,  the  status,  the  amount  of 
each  project  where  there  is  related 
previous,  pending,  or  anticipated 
assistance  from  another  source. 

Supplemental  Instructions  for 
Completion  of  Part  III 

This  form  is  designed  so  that 
application  can  be  made  for  funds  to 
support  one  or  more  functions  or 
activities.  Generally,  NIDRR  funded 
programs  do  not  require  a  breakdown 


by  function  or  activity.  Therefore,  only 
Line  1  need  be  completed. 

Since  NIDRR  programs  award  funds 
to  support  activities  for  budget  periods 
which  are  generally  12  mon^s  in 
duration.  Section  A,  B,  G  and  D  must 
provide  budget  information  for  the 
requested  budget  period.  Section  E 
should  present  the  need  for  Federal 
assistance  in  subsequent  budget 
periods. 

Applicants  for  research  grants  are  not 
required  to  complete  information  items 
related  to  non-Federal  share.  Rather, 
research  cost  sharing  shall  be  negotiated 
separately  with  the  funding  office. 

Section  A-Budget  Summary 
Lines  1-4 

Col.  (a):  Apphcants  may,  at  their 
discretion,  present  budget  information 
for  Section  A  (and  Section  B)  in  terms  of 
major  functions  or  activities.  For 
example,  common  categories  might  be 
research  and  demonstration, 
dissemination,  evaluation,  or  training. 

Applicants  who  choose  not  to  present 
bud^t  information  in  terms  of  major 
functions  and/or  activities  should  enter 
Rehab.  R&D  on  Line  1,  Column  (a)  and 
note  N/A  on  Lines  2-4. 

Col.  (b):  Preprinted. 

Col.  (c)-(g):  For  new  applications, 
leave  (^lumns  (c)  and  (d)  blank.  For 
each  line  entry,  enter  in  Columns  (e),  (f). 
£uid  (g)  the  appropriate  amounts  needed 
to  support  the  project  for  the  first  budget 
period.  Applicants  for  research  grants 
should  make  no  entries  in  Column  (f). 

For  continuation  applications,  enter  in 
Columns  (c)  and  (d)  the  estimated 
amounts  for  funds  which  will  remain 
unobligated  at  the  end  of  the  current 
budget  period.  Enter  in  Columns  (e),  (f), 
and  (g)  the  appropriate  amounts  needed 
to  support  the  project  for  the  new  budget 
period.  (Applicants  for  research  grants 
should  make  no  entries  in  Column  (d)  or 
(f).  Column  (g)  should  equal  the  total  of 
Column  (e)  and  Column  (f).) 

For  changes  to  existing  grants,  leave 
Colimms  (c)  and  (d)  blai^  and  enter  in 
Columns  (e)  and  (f)  the  amount  of 
increase  or  decrease  of  Federal  and  non- 
Federal  funds,  as  appropriate.  Enter  in 
Column  g  the  new  total  budgeted 
amount  (Federal  and  non-F^eral) 
which  includes  the  previously 
authorized  total  bu^eted  amounts  for 
the  current  budget  period  plus  or  minus, 
as  appropriate,  the  amounts  shown  in 
Columns  (e)  €uid  (f).  The  amount(s)  in 
Column  (g)  should  not  equal  the  sum  of 
the  amounts  in  Column  (e)  and  (f). 
Applicants  for  research  grants  should 
make  no  entries  in  Column  (d)  or  (f). 


Line  5 

Enter  the  totals  for  all  columns 
completed. 

Section  B — Budget  Categories 
Columns  1-5 

In  the  Column  headings  (1)  through 
(4),  enter  the  same  title  of  &e  grant 
programs  shown  on  Lines  1  through  4, 
Column  (a).  Section  A.  For  each  grant 
program  or  activity  entered  in  Columns 
(1)  through  (4),  enter  the  total 
requirements  for  Federal  funds  by  object 
class  categories  and  enter  total  in 
Column  5. 

Allowability  of  costs  are  governed  by 
applicable  cost  principles  set  forth  in 
Subpart  Q  of  34  CFR  Part  74. 

Line  6a:  Enter  the  total  costs  of 
salaries  and  wages  of  applicant/grantee 
staff.  Do  not  include  costs  of 
consultants.  (See  Section  F,  Line  21,  for 
additional  requirements.) 

Line  6b:  Enter  the  total  costs  of  fiinge 
benefits  unless  treated  as  part  of  an 
approved  indirect  cost  rate. 

Line  6c:  Enter  total  costs  of  out-of- 
town  travel  for  employees  of  the  project 
Do  not  enter  costs  for  consultant’s  travel 
or  local  transportation.  (See  Line  6h  and 
Section  F,  Line  21,  for  additional 
instructions.) 

Line  6d:  Enter  the  total  costs  of  all 
non-expendable  personal  property  to  be 
acquir^  by  the  project  “Non¬ 
expendable  personal  property”  means 
tangible  personal  property  having  a 
useful  life  of  more  than  one  year  and  an 
acquisition  cost  of  $300  or  more  per  unit 
An  applicant  may  use  its  own  definition 
of  non-expendable  personal  property, 
provided  that  such  a  definition  would  be 
at  least  include  all  tangible  personal 
property  as  defined  in  the  preceding 
sentence.  (See  Section  F,  Line  21,  for 
additional  requirements.) 

Line  6e:  Enter  the  total  costs  of  all 
tangible  personal  property  (supplies) 
other  than  that  included  on  Line  6d. 

Line  6f:  Enter  the  total  costs  of  all 
contracts,  including  (1)  procurement 
contracts  (except  those  which  belong  on 
other  lines,  such  as  equipment,  supplies, 
etc.),  and  (2)  contracts  with  secondary 
recipient  organizations.  Also  include 
any  contracts  with  organizations  for  the 
provisions  of  technicd  assistance.  Do 
not  include  payments  to  individuals  on 
this  line.  Attach  a  list  of  contractors, 
indicating  the  name  of  the  organization, 
the  purpose  of  the  contract  and  the 
estimated  dollar  amount  of  award. 
{Note'.  Whenever  the  applicant/grantee 
intends  to  delegate  part  or  all  of  the 
program  to  another  agency,  the 
applicant/grantee  must  submit  Sections 
A  and  B  of  Part  HI,  Budget  Section, 
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completed  for  each  delegate  agency  by 
agency  title,  along  with  the  required 
supporting  information  referenced  in  the 
applicable  instructions.  The  total  costs 
of  all  such  agencies  will  be  part  of  the 
amount  shown  on  Line  6(0.) 

Line  6g:  Enter  the  costs  of  renovation 
or  repair.  New  construction  is 
unallowable. 

Line  6h:  Enter  the  total  of  all  other 
costs.  Such  costs,  where  applicable,  may 
include,  but  are  not  limited  to, 
insurance,  fees  and  travel  paid  directly 
to  individual  consultants,  local 
transportation  (all  travel  which  does  not 
require  per  diem  is  considered  local 
travel),  space  and  equipment  rentals, 
printing  and  publication,  computer  use, 
training  costs,  including  tuition  and 
stipends,  training  service  costs, 
including  wage  payments  to  individuals 
and  supportive  service  payments,  and 
staff  development  costs. 

Line  6i:  Show  the  totals  of  Lines  6(a) 
through  6(h). 

Line  6j:  ^ter  the  total  amount  of 
indicated  costs.  If  no  indirect  costs  are 
requested,  enter  “none."  This  line 
should  be  used  only  when  the  applicant 
(except  local  governments)  has  an 
indirect  cost  rate  approved  by  the 
Department  of  Education.  Local 
governments  shall  enter  the  amount  of 
indirect  costs  determined  in  accordance 
with  ED  requirements. 

Line  6k:  ^ter  the  total  amounts  of 
Lines  6(i)  and  60).  For  all  new  and 
continuation  applications  and  total 
amount  shown  in  Column  (5),  Line  6(k), 
should  be  the  same  as  the  amount 
shown  in  Section  A,  Column  (e).  Line  5. 

For  all  changes,  the  total  of  the 
amount  shown  in  Columns  (1)  through 
(4)  should  equal  the  amount  shown  in 
Section  A,  Line  5(e).  The  amount  shown 
in  Column  (5)  should  include  the 
cumulative  total  of  the  previously 
approved  Federal  share  for  the  current 
budget  period  plus  or  minus,  as 
appropriate,  the  increase  or  decrease  of 
Federal  funds. 


Line  7:  Enter  the  estimated  amount  of 
income,  if  any,  expected  to  be  generated 
from  this  project.  Do  not  add  or  subtract 
this  amount  ffom  the  total  project 
amount.  Show,  in  the  program  narrative 
statement,  the  nature  and  source  of 
income. 

Section  C — Non-Federal  Resources 

Idne  8:  Enter  amounts  of  non-Federal 
resources  that  will  be  used  to  support 
the  project.  (Applicants  for  research 
grants  should  not  complete  this  Section 
but  will  negotiate  appropriate  cost 
sharing  arrangements  with  the  funding 
office.)  Provide  a  brief  explanation,  on  a 
separate  sheet,  showing  the  type  of 
contribution,  and  whether  it  is  in  cash  or 
in  kind.  If  in  kind  is  allowable  and 
included,  show  the  basis  for 
computation  including: 

(1)  Numbers  and  types  of  volunteers 
and  rates  at  which  their  services  are 
valued; 

(2)  Valuation  of  donated  space  (use 
only)  including  niunber  of  square  feet 
and  value  assigned  per  square  foot;  and 

(3)  Determination  of  depreciation  and 
use  allowance  for  grantee-owned  space; 

(4)  Type  and  value  of  other  in  kind 
contributions  expected. 

Column  (a):  Enter  the  program  title  or 
activities  as  in  Column  (a).  Section  A. 

Column  (b):  Enter  the  amount  of  cash 
and  in  kind  contributions  to  be  made  by 
the  applicant. 

Column  (c):  Enter  the  State 
contribution.  If  the  applicant  is  a  State 
agency,  enter  the  non-Federal  funds  to 
be  contributed  by  the  State  other  than 
the  applicant  State  Agency. 

Column  (d):  Enter  the  amount  of  cash 
and  in  kind  contributions  to  be  made 
from  all  other  sources. 

Column  (e):  Enter  the  totals  of 
Columns,  (b),  (c),  and  (d). 

Section  E — ^Budget  Estimates  of  Federal 
Funds  Needed  for  Balance  of  Project 

Line  9:  Enter  in  Column  (a)  the  same 
program  title  or  activities  as  in  Column 
(a).  Section  A.  For  new  applications  and 


continuation  grant  applications,  enter  in 
the  proper  columns  amounts  of  Federal 
funds  which  will  be  needed  to  complete 
the  program  or  project  over  the 
succeeding  budget  periods  (usually  in 
years).  This  Section  need  not  be 
completed  for  revisions  or  supplements 
for  the  current  budget  period  which  do 
not  increase  the  general  level  of  support. 

Section  F — Other  Budget  Information 

Line  10:  Use  this  space  to  fully  explain 
and  justify  the  major  items  included  in 
the  budget  categories  shown  in  section 
B.  Include  sufficient  detail  to  facilitate 
determination  of  allowability,  relevance 
to  the  project,  and  cost  benefits. 
Particular  attention  must  be  given  to  the 
explanation  of  any  requested  direct  cost 
budget  item  which  requires  explicit 
approval  by  the  program  office.  Budget 
items  which  require  identification  and 
justification  shall  include,  but  not  be 
limited  to,  the  following: 

1.  Salary  amounts  and  percentage  of 
time  worked  for  project  staff; 

2.  Out-of-town  and  foreign  travel; 

3.  A  list  of  all  equipment  to  be 
purchased  wholly  or  in  part  with  grant 
funds  which  meets  the  definition  of 
nonexpendable  personal  property 
provided  on  Line  6d.  Section  B; 

4.  Consultants:  Fees,  per  diem,  and 
travel; 

5.  Contractual;  Major  items  or  groups 
of  smaller  items;  and 

6.  Other:  Group  and  major  categories; 
e.g.,  local  transportation,  space  rental, 
training  allowances,  staff  training,  etc. 

Une  11:  Enter  the  t3rpe  of  indirect  rate 
(provisional,  pre-determined,  final  or 
fixed)  that  will  be  in  effect  during  the 
fimding  period,  the  estimated  amount  of 
the  base  to  which  the  rate  is  applied  and 
the  total  indirect  expense.  Also,  enter 
the  date  ED  approved  the  rate,  where 
applicable. 

Line  12:  Provide  any  other 
explfinations  required  or  deemed 
necessary. 

BILLING  CODE  4000-01-M 
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b.  TITLE 

Rehabilitation  Research 
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Part  U  Project,  Approval  Inf ormation 
Iteml 

Is  there  related  assistance  on  this 
project  previous,  pending  or 
anticipated?  □  Yes 
See  instructions  for  additional 
information  to  be  provided.  □  No 
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Instructions  for  Completion  of  Part  IV — 
Project  Narrative  for  New  and 
Continuation  Applications 

NIDRR  recommends  that  the  narrative 
section  include  the  basic  information 
described  below  and  that  applicants 
limit  their  applications  according  to  the 
following  guidelines: 

•  100  pages  for  applications  for 
Rehabilitation  Research  and  Training 
Centers.  Rehabilitation  Engineering 
Centers,  and  Special  Projects  and 
Demonstrations  for  Spinal  Cord  Injury. 


•  40  pages  for  applications  under  the 
Research  and  Demonstration  Projects, 
Knowledge  Dissemination  and 
Utilization  Projets,  Field-Initiated 
Research  Projects,  and  Research 
Training  and  Career  Development 
Projects. 

•  20  pages  for  applications  under  the 
Innovation  Grants  progrcun. 

•  12  pages,  which  is  the  regulatory 
limit,  for  applications  under  die 
Fellowship  Program. 

Should  the  proposed  project  be 
funded,  the  information  provided  in  the 


“project  narrative”  will  form  the  basis 
for  evaluating  progress  for  continuation 
funding. 

The  narrative  for  new  applications 
may  be  organized  under  the  major 
headings  of  the  selection  criteria 
included  in  the  regulations  governing  the 
specihc  programs.  These  selection 
criteria  are  included  in  this 
Consolidated  Application  Package. 

BILUNO  CODE  4000-01-M 
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OMS  Approval  No.  034S-0CA0 

ASSURANCES  —  NON-CONSTRUCTION  PROGRAMS 

Note:  Certain  of  these  assurances  may  not  be  applicable  to  your  project  or  program.  If  you  have  questions, 

please  contact  the  awarding  agency.  Further,  certain  F^eral  awarding  agencies  may  require  applicants 
to  certify  to  additional  assurances.  If  such  is  the  case,  you  will  be  notified. 

As  the  duly  authorized  representative  of  the  applicant  I  certify  that  the  applicant: _ _ _ 


1.  Has  the  legal  authority  to  apply  for  Federal 
assistance,  and  the  institutional,  managerial  and 
financial  capability  (including  funds  sufficient  to 
pay  the  non-Federal  share  of  project  costs)  to 
ensure  proper  planning,  management  and  com¬ 
pletion  of  the  project  described  in  this  application. 

2.  Will  give  the  awarding  agency,  the  Comptroller 
General  of  the  United  States,  and  if  appropriate, 
the  State,  through  any  authorized  representative, 
access  to  and  the  right  to  examine  all  records, 
books,  papers,  or  documents  related  to  the  award; 
and  will  establish  a  proper  accounting  system  in 
accordance  with  generally  accepted  accounting 
standards  or  agency  directives. 

3.  Will  establish  safeguards  to  prohibit  employees 
from  using  their  positions  for  a  purpose  that 
constitutes  or  presents  the  appearance  of  personal 
or  organizational  conflict  of  interest,  or  personal 
gain. 

4.  Will  initiate  and  complete  the  work  within  the 
applicable  time  frame  after  receipt  of  approval  of 
the  awarding  agency. 

5.  Will  comply  with  the  Intergovernmental 
Personnel  Act  of  1970  (42  U.S.C.  §S  4728-4763) 
relating  to  prescribed  standards  for  merit  systems 
for  programs  funded  under  one  of  the  nineteen 
statutes  or  regulations  specified  in  Appendix  A  of 
OPM’s  Standards  for  a  Merit  System  of  Personnel 
Administration  (5  C.F.R.  900,  Subpart  F). 

6.  Will  comply  with  all  Federal  statutes  relating  to 
nondiscrimination.  These  include  but  are  not 
limited  to:  (a)  Title  VI  of  the  Civil  Rights  Act  of 
1964  (P.L.  88-352)  which  prohibits  discrimination 
on  the  basis  of  race,  color  or  national  origin;  (b) 
Title  IX  of  the  Education  Amendments  of  1972,  as 
amended  (20  U.S.C.  §§  1681-1683,  and  1685-1686), 
which  prohibits  discrimination  on  the  basis  of  sex; 
(c)  Section  504  of  the  Rehabilitation  Act  of  1973,  as 
amended  (29  U.S.C.  §  794),  which  prohibits  dis¬ 
crimination  on  the  basis  of  handicaps;  (d)  the  Age 
Discrimination  Act  of  1975,  as  amended  (42 
U.S.C. §§  6101-6107),  which  prohibits  discrim¬ 
ination  on  the  basis  of  age; 


(e)  the  Drug  Abuse  OfTlce  and  Treatment  Act  of 
1972  (P.L.  92-255),  as  amended,  relating  to 
nondiscrimination  on  the  basis  of  drug  abuse;  (f) 
the  Comprehensive  Alcohol  Abuse  and  Alcoholism 
Prevention,  Treatment  and  Rehabilitation  Act  of 
1970  (P.L.  91-616),  as  amended,  relating  to 
nondiscrimination  on  the  basis  of  alcohol  abuse  or 
alcoholism;  (g)  §§  523  and  527  of  the  Public  Health 
Service  Act  of  1912  (42  U.S.C.  290  dd-3  and  290  ee- 
3),  as  amended,  relating  to  confidentiality  of 
alcohol  and  drug  abuse  patient  records;  (h)  Title 
VIII  of  the  Civil  Rights  Act  of  1968  (42  U.S.C.  $ 
3601  et  seq.),  as  amended,  relating  to  non¬ 
discrimination  in  the  sale,  rental  or  financing  of 
housing;  (i)  any  other  nondiscrimination 
provisions  in  the  specific  statute(s)  under  which 
application  for  Federal  assistance  is  being  made; 
and  (j)  the  requirements  of  any  other 
nondiscrimination  statute(s)  which  may  apply  to 
the  application. 

7.  Will  comply,  or  has  already  complied,  with  the 
requirements  of  Titles  II  and  III  of  the  Uniform 
Relocation  Assistance  and  Real  Property 
Acquisition  Policies  Act  of  1970  (P.L.  91-646) 
which  provide  for  fair  and  equitable  treatment  of 
persons  displaced  or  whose  property  is  acquired  as 
a  result  of  Federal  or  federally  assisted  programs. 
These  requirements  apply  to  all  interests  in  real 
property  acquired  for  project  purposes  regardless 
of  Federal  participation  in  purchases. 

8.  Will  comply  with  the  provisions  of  the  Hatch  Act 
(5  U.S.C.  §§  1501-1508  and  7324-7328)  which  limit 
the  political  activities  of  employees  whose 
principal  employment  activities  are  funded  in 
whole  or  in  part  with  Federal  funds. 

9.  Will  comply,  as  applicable,  with  the  provisions  of 
the  Davis-Bacon  Act  (40  U.S.C.  §§  276a  to  276a- 
7),  the  Copeland  Act  (40  U.S.C.  §  276c  and  18 
U.S.C.  §§  874),  and  the  Contract  Work  Hours  and 
Safety  Standards  Act  (40  U.S.C.  S§  327-333), 
regarding  labor  standards  for  federally  assisted 
construction  subagreements. 


Authorized  for  Local  Reproduction 


Standard  Form  4248  <4.M> 

Prescribed  by  OMB  Cwcular  A>t02 


34894  Federal  Register  /  Vol.  53,  No.  174  /  Thursday,  September  8, 1988  /  Notices 


10.  Will  comply,  if  applicable,  with  flood  insurance 
purchase  requirements  of  Section  102(a)  of  the 
Flood  Disaster  Protection  Act  of  1973  (P.L.  93-234) 
which  requires  recipients  in  a  special  flood  hazard 
area  to  participate  in  the  program  andto  purchase 
flood  insurance  if  the  total  cost  of  insurable 
construction  and  acquisition  is  $10,000  or  more. 

11.  Will  comply  with  environmental  standards  which 
may  be  prescribed  pursuant  to  the  following;  (a) 
institution  of  environmental  quality  control 
measures  under  the  National  Environmental 
Policy  Act  of  1969  (P.L.  91-190)  and  Executive 
Order  (EO)  11514;  (b)  notification  of  violating 
facilities  pursuant  to  EO  11738;  (c)  protection  of 
wetlands  pursuant  to  EO  11990;  (d)  evaluation  of 
flood  hazards  in  floodplains  in  accordance  with  EO 
11988;  (e)  assurance  of  project  consistency  with 
the  approved  State  management  program 
developed  under  the  Coastal  Zone  Management 
Act  of  1972  (16  U.S.C.  §S  1451  et  seq  );  (0 
conformity  of  Federal  actions  to  State  (Clear  Air) 
Implementation  Plans  under  Section  176(c)  of  the 
Clear  Air  Act  of  1955,  as  amended  (42  U.S.C.  § 
7401  et  seq.);  (g)  protection  of  underground  sources 
of  drinking  water  under  the  Safe  Drinking  Water 
Act  of  1974,  as  amended,  (P.L.  93-523);  and  (h) 
protection  of  endangered  species  under  the 
Endangered  Species  Act  of  1973,  as  amended,  (P.L. 
93-205). 

12.  Will  comply  %vith  the  Wild  and  Scenic  Rivers  Act 
of  1968  (16  U.S.C.  §§  1271  et  seq.)  related  to 
protecting  components  or  potential  components  of 
the  national  wild  and  scenic  rivers  system. 


13.  Will  assist  the  awarding  agency  in  assuring 
compliance  with  Section  106  of  the  National 
Historic  Preservation  Act  of  1966,  as  amended  (16 
U.S.C.  470),  EO  11593  (identification  and 
protection  of  historic  properties),  and  the 
Archaeological  and  Historic  Preservation  Act  of 
1974  (16  U.S.C.  469a-l  et  seq.). 

14.  Will  comply  with  P.L.  93-348  regarding  the 
protection  of  human  subjects  involved  in  research, 
development,  and  related  activities  supported  by 
this  award  of  assistance. 

15.  Will  comply  with  the  Laboratory  Animal  Welfare 
Act  of  1966  (P.L.  89-544,  as  amended,  7  U.S.C. 
2131  et  seq.)  pertaining  to  the  care,  handling,  and 
treatment  of  warm  blooded  animals  held  for 
research,  teaching,  or  other  activities  supported  by 
this  award  of  assistance. 

16.  Will  comply  with  the  Lead-Based  Paint  Poisoning 
Prevention  Act  (42  U.S.C.  §§  4801  et  seq.)  which 
prohibits  the  use  of  lead  based  paint  in 
construction  or  rehabilitation  of  residence 
structures. 

17.  Will  cause  to  be  performed  the  required  financial 
and  compliance  audits  in  accordance  with  the 
Single  Audit  Act  of  1984. 

18.  Will  comply  with  all  applicable  requirements  of  all 
other  Federal  laws,  executive  orders,  regulations 
and  policies  governing  this  program. 
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IMPORTANT  NOTICE 
TO  PROSPECTIVE  PARTICIPANTS 
IN  USDE  CONTRACT  AND  GRANT  PROGRAMS 

GRANTS 

Applicants  for  grants  from  tht  US.  Otpartment  of  Education  (USDE)  have  to  compeu  for  limited  funds. 

Deadlines  assure  all  applicants  that  they  will  be  treaud  fairly  and  equally,  without  lut  minute  haste. 

For  these  feasons,  USDE  must  set  strict  deadlines  for  grant  applications.  Prospective  applicanu  can  avoid  disappointment  if 
they  understand  that  • 

FaSure  to  meet  a  deadline  will  mean  that  an  application  w31  be  rejected 
without  any  conaidendon  whatever. 

The  rules,  including  the  deadline,  for  applying  for  each  grant  are  published,  individually,  in  the  Federal  Register.  A  one-year 
subscription  to  the  Register  may  be  obtained  by  tending  S300.00  to:  Superintendent  of  Docuntents,  U.S.  Government 
Printing  Onice.  Washington,  D.C.  20402-9371.  (Send  check  or  money  order  only,  no  cash  or  stamps.) 

The  instructions  in  the  Federal  Register  must  be  followed  exactly.  Do  not  accept  any  other  advice  you  may  receive.  No 
USDE  employee  is  authorized  to  extend  any  deadline  published  in  the  Register. 

Questions  regarding  submission  of  applications  may  be  addressed  to: 

U.S.  Department  of  Education 
Application  Control  Center 
Washington.  D.C.  20202 

CONTRACTS 

Competitive  procurement  actioiu  undertaken  by  the  USDE  are  governed  by  the  Federal  Procurement  Regulatioru  and 
implementing  ED  Procurement  Regulations. 

Generally,  prospective  competitive  procurement  actions  are  synopsized  in  the  Commerce  Business  Daily  (CBD).  Prospective 
offerors  are  therein  advised  of  the  nature  of  the  procurement  and  where  to  apply  for  copies  of  the  Request  for  Proposals. 

Offerors  ate  advised  to  be  guided  solely  by  the  contents  of  the  CBD  synopsis  and  the  instructions  contained  in  the  Request 
for  Proposals  (RFP).  Oiestions  regarding  the  submission  of  offers  should  be  addressed  to  the  Contracting  OHiccr  identified 
on  the  face  page  of  the  RFP. 

Offers  are  judged  in  competition  with  others,  and  failure  to  conform  with  any  substantive  requirements  of  the  RFP  will  result 
in  rejection  of  the  offer  without  any  consideration  whatever. 

Do  not  accept  any  advice  you  receive  that  is  contrary  to  irutructions  contained  in  either  the  CBD  synopsis  or  the  RFP.  No 
USDE  employee  h  authorized  to  consider  a  proposal  which  is  non-responsivc  to  the  RFP. 

A  subscription  to  the  CBD  is  available  for  SI 73.00  per  year  via  non-priority  mail  or  S243.00  per  year  via  priority  mail. 
Information  included  in  the  Federal  Acquisition  Regulations  is  rontained  in  Title  48,  Code  of  Federal  Regulations,  Chapter  1 
(S90.00).  The  foregoing  publication  may  be  obtained  by  sending  your  check  or  money  order  only,  no  cash  or  stamps,  to: 


Superintendent  of  Documents 
U.S  Government  Printing  Office 
Wmhington,  D.C  20402-9371 


In  an  effort  to  be  certain  this  important  information  is  widely  disseminated,  this  notice  is  being  included  in  ail  USDE  mail  to 
the  public.  You  may,  therefore,  receive  more  than  one  notice.  If  you  do,  we  r^Iogize  for  any  annoyance  it  may  cause  you. 
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